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News from your Retirement Board & Happy Holidays 

Over the past few months, there have been significant changes in the composition of the Retirement 
Board of the Firemen’s Annuity & Benefit Fund of Chicago. On October 24, 2017, Daniel Fortuna was 
re-elected as the annuitant Trustee by the retired members and I was elected by the active members to 
serve as a Trustee. On December 15, 2017, a special election was held and Battalion Chief Thomas Cody 
was elected by the active members of the Fund to serve on the Board. First Deputy Fire Commissioner 
Richard Ford was appointed to the Board on September 15, 2017. At our December Board meeting, the 
Trustees elected Dan Fortuna as Fund President, Rich Ford was elected as Fund Vice President and, I was 
elected as Fund Secretary. We all look forward to the challenge of serving the active and retired members 
of the Chicago Fire Department in our roles as Trustees on the Retirement Board. 

Some of you may kn ow the Fund’s former Chief Investment Officer Mike Moran from firehouse visits 
over the years with several Trustees. Mike has helped with guiding the Fund’s investment strategy for 
over twenty years. His strategy has helped the Fund navigate very difficult investment environments and 
secure some of the best investment returns in the public fund universe over that time. Mike retired from 
the Fund on June 30, 2017. Given that the Board has not yet selected a CIO, Mike has been asked by the 
Board to serve as an advisor with the Fund in order to help the Fund through this transition period. With 
his help, we hope to further benefit from his principled and disciplined investment approach and to obtain 
the services of a new CIO to help navigate the difficult decisions required of the Board in an ever- 
changing investment landscape. 

With direction from the President and the entire Retirement Board our priorities over the next few months 
include completing the Fund’s Popular Report, updating our “Summary of Benefits” and improving the 
FABF website. 

HB688 - Transfer of Downstate Fire Service (Article 4) Credit to FABF (Article 6) 

Congratulations to Local 2 in their efforts to assist members seeking to transfer pensionable service credit 
from a Downstate Fire Pension Plan to the Firemen’s Annuity and Benefit Fund of Chicago. Affected 
members must be cognizant of the 6-month window to make application. The effective date of this 
legislation is November 8, 2017. Therefore, members must make application by May 8, 2018 in order to 
be eligible. As long as the application is made in a timely manner, members will have 5 years from the 
date of application to pay the Fund the required payment. Additional information can be found on the 
Fund’s website at FABF.org. 



EMWQ Fund 


I would like to extend the “Board’s” gratitude to the men and women of the CFD as well as all of 
our supporters for their generosity in supporting our neediest members. Thanks to all of you, we 
were able to distribute $638,750.00 to our neediest widows and children this holiday season. 



Photo taken at Engine 92 ’s House on December 3, 201 7 


Fund Secretary 



Captain Anthony Martin 
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To All Members: 


ELECTED OFFICIALS 
DANIEL A FORTUNA, President 
ANTHONY MARTIN, Secretary 
PETER R O'SULLIVAN, Active Trustee 
THOMAS CODY, Active Trustee 


Listed below are the names of individuals who have applied for a 75% Duty Disability benefit from the Pension 
Board. Their applications will be presented before this Board at the 01/24/2018 meeting. 

Rank, Name, Assignment: Date of Iniury: 

FF BENJAMIN C WARE, TOWER LADDER 54 02/01/2016 

Please contact the Pension Fund's Secretary, in writing, using the attached form, if you have any information 
could assist the Board in its investigation of whether or not it should grant a 75% disability benefit to any of the 
above individuals. 

The Board can subpoena witnesses (Illinois Revised Statutes, Article 6-189) and compel them to attend and 
before it upon any matter concerning the Fund. Your cooperation will help maintain the integrity of this Fund. 

Anthony Martin 
Secretary 


NAME_ADDRESS_ 

PHONE_COMPANY ASSIGNMENT 

NAME OF APPLICANT_ 

NAME(S) OF WITNESS(ES)_ 

FORWARD TO: Secretary 

Firemen's Annuity & Benefit Fund 
20 South Clark Street, Suite 1400 
Chicago, IL 60603 
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MINIMUM FORMULA ANNUITIES: 

013398 KEVIN ABDULLAH, LIEUTENANT, TOWER LADDER 37 

EntCFD: 08/03/1987 $7,193.62 beginning 11/22/2017 

Retired: 11/22/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

013205 MICHAEL P ALTMAN, BATTALION CHIEF, BATTALION 23 

EntCFD: 02/17/1987 $8,780.49 beginning 11/20/2017 

Retired: 11/20/2017 based on 75% of Final Average Salary 

$263.41 annuity increment, 3%, begins 12/01/2018 

013494 RENE ALVARADO, FIREFIGHTER, TRUCK 61 

EntCFD: 05/02/1988 $6,133.29 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

013642 ROY ANDERSON, FIREFIGHTER, ENGINE 75 

EntCFD: 11/01/1988 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

• REFUND $95.13 FOR 2006 EID 

• REFUND $40,541.54 FOR SPOUSE CONTRIBUTIONS 

011184 THOMAS J ARNSWALD, EMT BATTALION CHIEF, BATTALION 4 

EntCFD: 02/18/1980 $9,398.89 beginning 11/24/2017 

Retired: 11/24/2017 based on 76% of Final Average Salary 

$281.97 annuity increment, 3%, begins 12/01/2018 

• REFUND $103.24 FOR 2006 EID 

012757 EDDIE L BANKS, EMT CAPTAIN, ENGINE 74 

EntCFD: 02/16/1985 $8,229.36 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$246.88 annuity increment, 3%, begins 12/01/2018 

• COLLECT $618.70 FOR'00,'01,'02,'03, &'15 EID 

• REFUND $476.52 FOR '05, '06, ’11, & ’14 EID 

013208 RONALD J BARBER, CAPTAIN PARAMEDIC, FIRE PREVENTION BUREAU CENTRAL 
EntCFD: 02/17/1987 $8,189.41 beginning 11/16/2017 

Retired: 11/16/2017 based on 75% of Final Average Salary 

$245.68 annuity increment, 3%, begins 12/01/2018 

• COLLECT $10.32 FOR 2011 EID 

• REFUND $290.47 FOR 1999, 2000 & 2006 EID 

• REFUND $47,968.19 FOR SPOUSE CONTRIBUTIONS 

013591 DAVID V BARRON, PARAMEDIC, AMBULANCE 16 

EntCFD: 07/18/1988 $6,133.29 beginning 11/22/2017 

Retired: 11/22/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 
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MINIMUM FORMULA ANNUITIES: 

014454 ALBERT BATIZ JR, AMBULANCE COMMANDER, AMBULANCE 27 

EntCFD: 07/16/1992 $6,795.75 beginning 11/30/2017 

Retired: 11/30/2017 based on 65% of Final Average Salary 

$101.94 annuity increment, 1.5%, begins 10/01/2026 
last one on 01/01/2045 

014331 THEODORIC BELL, FIREFIGHTER, TOWER LADDER 63 

EntCFD: 10/01/1991 $5,377.39 beginning 11/29/2017 

Retired: 11/29/2017 based on 67.5% of Final Average Salary 

$161.32 annuity increment, 3%, begins 12/01/2018 

• REFUND $36,461.70 FOR SPOUSE CONTRIBUTIONS 

012166 ADRIAN R BIGOTT, EMT BATTALION CHIEF, BATTALION 22 

EntCFD: 02/01/1983 $9,275.22 beginning 11/22/2017 

Retired: 11/22/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

013841 ROBERT A BLOOME JR, EMT FIRE ENGINEER, ENGINE 79 

EntCFD: 11/01/1989 $6,578.69 beginning 11/26/2017 

Retired: 11/26/2017 based on 72.5% of Final Average Salary 

$197.36 annuity increment, 3%, begins 12/01/2018 

• REFUND $40,051.26 FOR SPOUSE CONTRIBUTIONS 

013644 JOHN BRANNIGAN, LIEUTENANT, ENGINE 120 
EntCFD: 11/01/1988 $7,193.62 

Retired: 11/30/2017 

$215.81 

• COLLECT $51.67 FOR 2003 EID 

• REFUND $864.38 FOR 2004 & 2006 EID 

013645 FRANK J BRIM, CAPTAIN, ENGINE 86 

EntCFD: 11/01/1988 $7,576.62 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$227.30 annuity increment, 3%, begins 12/01/2018 

013849 GARY J BUCKHALTER, FIREFIGHTER, ENGINE 15 

EntCFD: 11/01/1989 $5,879.84 beginning 11/30/2017 

Retired: 11/30/2017 based on 72.5% of Final Average Salary 

$176.40 annuity increment, 3%, begins 12/01/2018 

• REFUND $39,161.92 FOR SPOUSE CONTRIBUTIONS 

013499 TONINO F CARRAVETTA, FIRE ENGINEER, ENGINE 112 

EntCFD: 05/02/1988 $6,494.59 beginning 11/23/2017 

Retired: 11/23/2017 based on 75% of Final Average Salary 

$194.84 annuity increment, 3%, begins 12/01/2018 

• REFUND $41,545.84 FOR SPOUSE CONTRIBUTIONS 


beginning 11/30/2017 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2018 
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MINIMUM FORMULA ANNUITIES: 

013223 GREGORY L CHEW JR, FIREFIGHTER, ENGINE 5 

EntCFD: 02/17/1987 $6,133.29 beginning 11/26/2017 

Retired: 11/26/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

013651 SCOTT D CHOATE, EMT LIEUTENANT, ENGINE 125 

EntCFD: 11/01/1988 $7,598.16 beginning 11/06/2017 

Retired: 11/06/2017 based on 75% of Final Average Salary 

$227.94 annuity increment, 3%, begins 12/01/2018 

013653 MICHAEL D CLOUD, EMT FIRE ENGINEER, ENGINE 120 

EntCFD: 11/01/1988 $6,894.92 beginning 11/05/2017 

Retired: 11/05/2017 based on 75% of Final Average Salary 

$206.85 annuity increment, 3%, begins 12/01/2018 

013595 CRISTINO J COLON, LIEUTENANT PARAMEDIC, O'HARE 

EntCFD: 07/18/1988 $7,774.20 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$233.23 annuity increment, 3%, begins 12/01/2018 

011519 GEORGE J CONRAD, EMT BATTALION CHIEF, BATTALION 6 

EntCFD: 02/19/1980 $8,857.84 beginning 11/05/2017 

Retired: 11/05/2017 based on 75% of Final Average Salary 

$265.74 annuity increment, 3%, begins 12/01/2018 

• REFUND $107.13 FOR 2006 & 2009 EID 

013505 MARK E CONRAD, LIEUTENANT, ENGINE 22 

EntCFD: 05/02/1988 $7,193.62 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

012863 MICHAEL J CONROY, BATTALION CHIEF PARAMEDIC, BATTALION 2 
EntCFD: 07/16/1986 $9,491.95 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$284.76 annuity increment, 3%, begins 12/01/2018 

• COLLECT $58.50 FOR 2003 EID 

• REFUND $121.54 FOR 2004 & 2006 EID 

014553 LORETTO M COOGAN, EMT FIRE ENGINEER, ENGINE 127 

EntCFD: 09/01/1993 $5,588.83 beginning 11/04/2017 

Retired: 11/04/2017 based on 62.5% of Final Average Salary 

$167.66 annuity increment, 3%, begins 12/01/2018 

012174 TOMMY CROSS, EMT FIRE ENGINEER, ENGINE 16 

EntCFD: 02/01/1983 $6,894.92 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$206.85 annuity increment, 3%, begins 12/01/2018 
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MINIMUM FORMULA ANNUITIES: 

014070 ALBERTO S CRUZ, FIREFIGHTER, ENGINE 11 

EntCFD: 05/01/1990 $5,651.09 beginning 11/26/2017 

Retired: 11/26/2017 based on 70% of Final Average Salary 

$169.53 annuity increment, 3%, begins 12/01/2018 

• REFUND $38,446.28 FOR SPOUSE CONTRIBUTIONS 

013866 GENO M DAL CERRO, CAPTAIN, TRUCK 8 

EntCFD: 11/01/1989 $7,732.92 beginning 11/04/2017 

Retired: 11/04/2017 based on 72.5% of Final Average Salary 

$231.99 annuity increment, 3%, begins 12/01/2018 

011528 PATRICK J DOOLEY, EMT LIEUTENANT, TRUCK 47 

EntCFD: 02/19/1980 $7,598.16 beginning 11/22/2017 

Retired: 11/22/2017 based on 75% of Final Average Salary 

$227.94 annuity increment, 3%, begins 12/01/2018 

• COLLECT $261.17 FOR 1980 & 2003 EID 

• REFUND $20.51 FOR 2006 EID 

015466 DAVID W DREYER, FIRE ENGINEER PARAMEDIC, ENGINE 103 

EntCFD: 11/02/1997 $4,639.62 beginning 11/29/2017 

Retired: 11/29/2017 based on 52.5% of Final Average Salary 

$139.19 annuity increment, 3%, begins 12/01/2018 

• REFUND $200.15 FOR 2006 & 2017 EID 

010900 WILLIAM G DUFFY, EMT LIEUTENANT, SOUAD 1 

EntCFD: 09/04/1979 $7,598.16 beginning 11/29/2017 

Retired: 11/29/2017 based on 75% of Final Average Salary 

$227.94 annuity increment, 3%, begins 12/01/2018 

• COLLECT $69.33 FOR 2003 & 2017 EID 

• REFUND $546.47 FOR 2004, 2006 & 2009 EID 

013419 ROBERT L EILAND, EMT CAPTAIN, TRUCK 59 

EntCFD: 08/03/1987 $8,505.24 beginning 11/26/2017 

Retired: 11/26/2017 based on 75% of Final Average Salary 

$255.16 annuity increment, 3%, begins 12/01/2018 

012375 DANIEL J ELLIS, PARAMEDIC FIELD CHIEF, 4-5-5 

EntCFD: 03/16/1982 $8,709.24 beginning 11/16/2017 

Retired: 11/16/2017 based on 75% of Final Average Salary 

$261.28 annuity increment, 3%, begins 12/01/2018 

• COLLECT $319.93 FOR 2003 EID 

• REFUND $11,834.16 FOR 2006-2016 EID 

012377 ROBERT L ERTL, PARAMEDIC FIELD CHIEF, 4-4-12 

EntCFD: 02/10/1975 $9,213.38 beginning 11/02/2017 

Retired: 11/02/2017 based on 75% of Maximum Salary 

$276.40 annuity increment, 3%, begins 12/01/2018 

• COLLECT $165.93 FOR 1998 & 2003 EID 

• REFUND $5,560.12 FOR 2006 & 2013-2017 EID 
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MINIMUM FORMULA ANNUITIES: 

013600 MARK C ESSER, EMT FIREFIGHTER (PER ARBITRATORS AWARD), TRUCK 55 
EntCFD: 07/18/1988 $6,880.07 beginning 11/16/2017 

Retired: 11/16/2017 based on 75% of Final Average Salary 

$206.40 annuity increment, 3%, begins 12/01/2018 

010620 MICHAEL W FOX, BATTALION CHIEF, HEADQUARTERS 

EntCFD: 10/10/1978 $8,941.49 beginning 11/30/2017 

Retired: 11/30/2017 based on 77% of Final Average Salary 

$268.24 annuity increment, 3%, begins 12/01/2018 

• COLLECT $231.12 FOR 2003 & 2006 EID 

• REFUND $58,105.29 FOR 1987,1997,2000,2001&2004-2017 EID 

013248 MICHAEL S FRYE, FIREFIGHTER, HOOK & LADDER 61 

EntCFD: 02/17/1987 $6,133.29 beginning 11/24/2017 

Retired: 11/24/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

• REFUND $42,816.24 FOR SPOUSE CONTRIBUTIONS 

013249 MARTIN E GALLAGHER, FIREFIGHTER, TRUCK 31 

EntCFD: 02/17/1987 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

013088 MARTIN F GAUGHAN, CAPTAIN, ENGINE 65 

EntCFD: 11/01/1986 $8,051.65 beginning 11/27/2017 

Retired: 11/27/2017 based on 75% of Final Average Salary 

$241.55 annuity increment, 3%, begins 12/01/2018 

013518 CLEVELAND GILMORE, EMT FIRE ENGINEER, ENGINE 73 

EntCFD: 05/02/1988 $6,894.92 beginning 11/06/2017 

Retired: 11/06/2017 based on 75% of Final Average Salary 

$206.85 annuity increment, 3%, begins 12/01/2018 

012871 JAMES T GLEESON, FIREFIGHTER (PER ARBITRATORS AWARD), ENGINE 101 
EntCFD: 07/16/1986 $6,530.93 beginning 11/27/2017 

Retired: 11/27/2017 based on 75% of Final Average Salary 

$195.93 annuity increment, 3%, begins 12/01/2018 

• REFUND $47,264.19 FOR SPOUSE CONTRIBUTIONS 

013251 GERALD GLOVER, LIEUTENANT, ENGINE 72 

EntCFD: 02/17/1987 $7,193.62 beginning 11/28/2017 

Retired: 11/28/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

• REFUND $44,542.11 FOR SPOUSE CONTRIBUTIONS 

012872 JUAN GONZALEZ, LIEUTENANT PARAMEDIC, ENGINE 57 

EntCFD: 07/16/1986 $7,774.20 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$233.23 annuity increment, 3%, begins 12/01/2018 
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MINIMUM FORMULA ANNUITIES: 


014438 STEPHEN L GRABOWSKI, PARAMEDIC IN CHARGE, AMBUJLANCE 18 
EntCFD: 11/18/1991 $5,757.74 beginning 11/23/2017 

Retired: 11/23/2017 based on 67.5% of Final Average Salary 

$172.73 annuity increment, 3%, begins 12/01/2018 

013255 LUEVENIA GRAY, LIEUTENANT, FIRE PREVENTION BUREAU-HDQRTS 
EntCFD: 02/17/1987 $7,193.62 beginning 11/15/2017 

Retired: 11/15/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

• COLLECT $64.68 FOR 2008 EID 

• REFUND $169.47 FOR 2012 & 2014 EID 

• REFUND $44,029.35 FOR SPOUSE CONTRIBUTIONS 

013670 LAWRENCE GROSE, EMT LIEUTENANT, ENGINE 129 

EntCFD: 11/01/1988 $7,598.16 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$227.94 annuity increment, 3%, begins 12/01/2018 

012777 GEORGE E GURROLA, EMT BATTALION CHIEF, BATTALION 16 

EntCFD: 02/16/1985 $9,275.22 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 


011835 JAMES B HANNON, EMT BATTALION CHIEF, BATTALION 9 

EntCFD: 02/20/1980 $9,398.89 beginning 11/07/2017 

Retired: 11/07/2017 based on 76% of Final Average Salary 

$281.97 annuity increment, 3%, begins 12/01/2018 


• REFUND $58.03 FOR EID 


013672 MICHAEL G HELM, FIREFIGHTER, ENGINE 108 

EntCFD: 11/01/1988 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 


010980 TIMOTHY HERLING, LIEUTENANT, TRUCK 55 

EntCFD: 01/02/1980 $7,193.62 beginning 11/16/2017 

Retired: 11/16/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 


013673 RONNIE HERRING, FIREFIGHTER, ENGINE 10 

EntCFD: 11/01/1988 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 
• REFUND $40,460.95 FOR SPOUSE CONTRIBUTIONS 


013264 TIMOTHY B HICKS, LIEUTENANT, TRUCK 24 

EntCFD: 02/17/1987 $7,193.62 beginning 11/28/2017 

Retired: 11/28/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 
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MINIMUM FORMULA ANNUITIES: 

014089 JOHN G HOLUBIK, EMT BATTALION CHIEF, CITY WID RELIEF 

EntCFD: 05/01/1990 $8,188.06 beginning 11/30/2017 

Retired: 11/30/2017 based on 70% of Final Average Salary 

$245.64 annuity increment, 3%, begins 12/01/2018 

012977 LEE HOOPER, EMT CAPTAIN, TRUCK 30 

EntCFD: 07/16/1986 $8,201.26 

Retired: 11/30/2017 

$246.04 

• COLLECT $262.66 FOR 2012,2013 & 2015 EID 

• REFUND $436.62 FOR 2006, 2011 & 2014 EID 

011292 GREGORY G HOVANEC, EMT FIREFIGHTER, TRUCK 60 

EntCFD: 02/18/1980 $6,474.82 beginning 11/24/2017 

Retired: 11/24/2017 based on 75% of Final Average Salary 

$194.24 annuity increment, 3%, begins 12/01/2018 

012190 JERALD HUNTER, EMT BATTALION CHIEF, BATTALION 21 

EntCFD: 02/01/1983 $9,275.22 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

• REFUND $60,974.64 FOR SPOUSE CONTRIBUTIONS 

012105 JEROME HUNTER, EMT LIEUTENANT, ENGINE 107 

EntCFD: 02/01/1982 $7,598.16 beginning 11/07/2017 

Retired: 11/07/2017 based on 75% of Final Average Salary 

$227.94 annuity increment, 3%, begins 12/01/2018 

012783 STEVE M HUNTINGTON, FIREFIGHTER, SQUAD 5 

EntCFD: 02/16/1985 $6,133.29 beginning 11/24/2017 

Retired: 11/24/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

014093 JAMES A JOHNSON, FIREFIGHTER, TRUCK 50 

EntCFD: 05/01/1990 $5,651.09 beginning 11/28/2017 

Retired: 11/28/2017 based on 70% of Final Average Salary 

$169.53 annuity increment, 3%, begins 12/01/2018 

014133 JANICE H JOHNSON, EMT LIEUTENANT, FIRE PREVENTION BUREAU HQ 
EntCFD: 05/01/1990 $6,766.25 beginning 11/30/2017 

Retired: 11/30/2017 based on 67.5% of Final Average Salary 

$202.99 annuity increment, 3%, begins 12/01/2018 

• COLLECT $468.31 FOR 1994 - 1997 EID'S 

• REFUND $98.74 FOR EID 

013611 DEAN R KALLIS, PARAMEDIC, AMBULANCE 2 

EntCFD: 07/18/1988 $6,133.29 beginning 11/16/2017 

Retired: 11/16/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 


beginning 11/30/2017 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2018 
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MINIMUM FORMULA ANNUITIES: 

013276 LAWRENCE P KANE, EMT BATTALION CHIEF, BATTALION 23 

EntCFD: 02/17/1987 $9,275.22 beginning 11/28/2017 

Retired: 11/28/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

013439 PATRICK L KEYS, FIREFIGHTER, TRUCK 7 

EntCFD: 08/03/1987 $6,133.29 beginning 11/24/2017 

Retired: 11/24/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 08/01/2020 

011851 TIMOTHY J KOERTGEN, CAPTAIN, TRUCK 48 

EntCFD: 02/20/1980 $8,051.65 beginning 11/20/2017 

Retired: 11/20/2017 based on 75% of Final Average Salary 

$241.55 annuity increment, 3%, begins 12/01/2018 

013369 WILLIAM L KOVATS, FIREFIGHTER PARAMEDIC (PER ARBITRATORS AWARD), ENGINE 10 

EntCFD: 03/03/1987 $7,055.16 beginning 11/28/2017 

Retired: 11/28/2017 based on 75% of Final Average Salary 

$211.65 annuity increment, 3%, begins 12/01/2018 

• REFUND $98.85 FOR 2006 EID 

011943 KEVIN F KRAHN, EMT BATTALION CHIEF, BATTALION 14 

EntCFD: 02/22/1980 $9,275.22 beginning 11/05/2017 

Retired: 11/05/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

• COLLECT $138.75 FOR D/B DEDUCTION 1998-2002 

• REFUND $32.33 FOR 2004 EID 

013280 RAYMOND P KRUPA, FIREFIGHTER, TRUCK 32 

EntCFD: 02/17/1987 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

• REFUND $42,811.45 FOR SPOUSE CONTRIBUTIONS 

012504 CASEY P KULINSKI, PARAMEDIC, AMBULANCE 2 

EntCFD: 05/20/1981 $6,311.63 beginning 11/25/2017 

Retired: 11/25/2017 based on 75% of Maximum Salary 

$189.35 annuity increment, 3%, begins 12/01/2018 

013281 GARY E KUYKENDALL, EMT BATTALION CHIEF, BATTALION 13 

EntCFD: 02/17/1987 $9,275.22 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

012510 JEFFREY P LARSEN, PARAMEDIC FIELD CHIEF, 4-5-3 

EntCFD: 07/01/1983 $8,778.67 beginning 11/25/2017 

Retired: 11/25/2017 based on 75% of Final Average Salary 

$263.36 annuity increment, 3%, begins 12/01/2018 

• COLLECT $196.45 FOR 2003 EID 

• REFUND $34,559.38 FOR '98, '00, & '04-'16 EID 
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011994 DAVID LEAHY, EMT BATTALION CHIEF, BATTALION 8 

EntCFD: 03/05/1980 $9,275.22 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

• REFUND $302.15 FOR 1980, 2005, & 2006 EID 

013617 VINCENT LEWIS, PARAMEDIC IN CHARGE, AMBULANCE 25 

EntCFD: 07/18/1988 $6,530.93 beginning 11/29/2017 

Retired: 11/29/2017 based on 75% of Final Average Salary 

$195.93 annuity increment, 3%, begins 12/01/2018 

• REFUND $41,204.87 FOR SPOUSE CONTRIBUTIONS 

012517 JOHN LIMBEROPOULOS, FIREFIGHTER, ENGINE 127 

EntCFD: 03/17/1980 $6,564.76 beginning 11/27/2017 

Retired: 11/27/2017 based on 75% of Final Average Salary 

$196.94 annuity increment, 3%, begins 12/01/2018 

• REFUND $50.89 FOR 2006 & 2017 EID 

013583 JUAN C LOPEZ, FIREFIGHTER, TRUCK 13 

EntCFD: 05/02/1988 $6,133.29 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

012836 MICHAEL J LOPEZ, PARAMEDIC FIELD CHIEF, 4-5-7 

EntCFD: 02/16/1985 $8,780.49 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$263.41 annuity increment, 3%, begins 12/01/2018 

• COLLECT $135.70 FOR 2003 EID 

• REFUND $36.87 FOR 2006 EID 

013535 JAMES D LYONS, EMT BATTALION CHIEF, BATTALION 2 

EntCFD: 05/02/1988 $9,275.22 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

013538 MARK R MANGAN, EMT BATTALION CHIEF, HEADOUARTERS RELIEF 
EntCFD: 05/02/1988 $9,208.56 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$276.26 annuity increment, 3%, begins 12/01/2018 

012994 HOYLE D MARSHALL II, EMT BATTALION CHIEF, BATTALION 24 

EntCFD: 07/16/1986 $8,834.21 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$265.03 annuity increment, 3%, begins 12/01/2018 

• COLLECT $38.69 FOR 2014 EID 

• REFUND $3,952.77 FOR 2006 & 2013-2016 EID 
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013685 ALAN F MARTINEZ, EMT FIREFIGHTER, TRUCK 58 

EntCFD: 11/01/1988 $6,474.82 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$194.24 annuity increment, 3%, begins 12/01/2018 

011333 VICTOR M MARTINEZ, EMT LIEUTENANT, ENGINE 46 

EntCFD: 02/18/1980 $7,598.16 beginning 11/22/2017 

Retired: 11/22/2017 based on 75% of Final Average Salary 

$227.94 annuity increment, 3%, begins 12/01/2018 

013124 DONALD J MATTHEWS, EMT FIRE ENGINEER, ENGINE 50 

EntCFD: 11/01/1986 $6,894.92 beginning 11/24/2017 

Retired: 11/24/2017 based on 75% of Final Average Salary 

$206.85 annuity increment, 3%, begins 12/01/2018 

• COLLECT $50.76 FOR 2003 EID 

• REFUND $933.92 FOR 2004-2006 EID 

013449 ADAM T MAYNOR, FIREFIGHTER, FIRE PREVENTION BUREAU W 

EntCFD: 08/03/1987 $6,256.04 beginning 11/28/2017 

Retired: 11/28/2017 based on 75% of Final Average Salary 

$187.68 annuity increment, 3%, begins 12/01/2018 

• REFUND $62.89 FOR 2006 & 2015 EID 

014582 MAUREEN E MCCARTHY, EMT FIREFIGHTER, 2-7-1 

EntCFD: 09/01/1993 $5,196.20 beginning 11/03/2017 

Retired: 11/03/2017 based on 62.5% of Final Average Salary 

$155.89 annuity increment, 3%, begins 12/01/2018 

013126 JOHN P MCCOLLAM, CAPTAIN, ENGINE 115 

EntCFD: 11/01/1986 $8,051.65 beginning 11/26/2017 

Retired: 11/26/2017 based on 75% of Final Average Salary 

$241.55 annuity increment, 3%, begins 12/01/2018 

• REFUND $111.57 FOR 2006 & 2017 EID 

013128 DANIEL G MCDONOUGH, FIREFIGHTER, ENGINE 79 

EntCFD: 11/01/1986 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

011116 DAVID M MCKOY, FIREFIGHTER, HEADQUARTERS 

EntCFD: 02/15/1980 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

013541 STEVEN G MIENTUS, EMT CAPTAIN, TRUCK 41 

EntCFD: 05/02/1988 $8,505.24 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$255.16 annuity increment, 3%, begins 12/01/2018 
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013134 ROBERT J MINOR, FIREFIGHTER, ENGINE 15 

EntCFD: 11/01/1986 $6,133.29 beginning 11/18/2017 

Retired: 11/18/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

• REFUND $43,280.64 FOR SPOUSE CONTRIBUTIONS 

013544 EDWIN MONTANEZ, FIRE ENGINEER, ENGINE 35 

EntCFD: 05/02/1988 $6,530.93 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$195.93 annuity increment, 3%, begins 12/01/2018 

014507 PATRICK H MORAN, FIREFIGHTER, TRUCK 51 

EntCFD: 12/01/1992 $4,922.67 beginning 11/03/2017 

Retired: 11/03/2017 based on 62.5% of Final Average Salary 

$147.68 annuity increment, 3%, begins 12/01/2018 

• REFUND $34,611.15 FOR SPOUSE CONTRIBUTIONS 

014156 JOHN B MOSER, FIREFIGHTER, TRUCK 58 

EntCFD: 07/16/1990 $5,764.49 

Retired: 11/30/2017 

$172.93 

• REFUND $59.18 FOR 2006 & 2015 EID 

013694 JOSEPH E MROZEK, FIREFIGHTER, TRUCK 9 

EntCFD: 11/01/1988 $6,133.29 beginning 11/29/2017 

Retired: 11/29/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

• REFUND $40,533.43 FOR SPOUSE CONTRIBUTIONS 

015319 ALFRED F MUELLER, FIREFIGHTER PARAMEDIC (PER ARBITRATORS AWARD), ENGINE 11 
EntCFD: 09/16/1997 $4,648.40 beginning 11/30/2017 

Retired: 11/30/2017 based on 52.5% of Final Average Salary 

$139.45 annuity increment, 3%, begins 12/01/2018 

013696 DERRICK T MUHAMMAD, FIREFIGHTER, TRUCK 40 

EntCFD: 11/01/1988 $6,133.29 beginning 11/15/2017 

Retired: 11/15/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

013924 JULIO MUNOZ, FIREFIGHTER, ENGINE 125 

EntCFD: 11/01/1989 $5,879.84 beginning 11/16/2017 

Retired: 11/16/2017 based on 72.5% of Final Average Salary 

$176.40 annuity increment, 3%, begins 12/01/2018 

012572 DANIEL W MURPHY, CAPTAIN PARAMEDIC, TOWER LADDER 37 

EntCFD: 07/01/1983 $8,702.18 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$261.07 annuity increment, 3%, begins 12/01/2018 

• REFUND $50.50 FOR 2001 & 2006 EID 


beginning 11/30/2017 

based on 70% of Final Average Salary 

annuity increment, 3%, begins 12/01/2018 
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014291 SCOTT A MUSIL, FIREFIGHTER (PER ARBITRATORS AWARD), TRUCK 13 
EntCFD: 11/16/1990 $6,014.85 beginning 11/30/2017 

Retired: 11/30/2017 based on 70% of Final Average Salary 

$180.45 annuity increment, 3%, begins 12/01/2018 

• COLLECT $143.69 FOR 2017 EID 

• REFUND $59.63 FOR 2006 & 2007 EID 

• REFUND $40,125.91 FOR SPOUSE CONTRIBUTIONS 

014797 DAVID A NAVARRO JR, PARAMEDIC IN CHARGE, AMBULANCE 25 
EntCFD: 03/16/1995 $4,817.32 beginning 11/30/2017 

Retired: 11/30/2017 based on 57.5% of Final Average Salary 

$144.52 annuity increment, 3%, begins 12/01/2018 

011873 MICHAEL NEEDHAM, EMT LIEUTENANT, TRUCK 50 

EntCFD: 02/20/1980 $7,508.66 beginning 11/03/2017 

Retired: 11/03/2017 based on 75% of Final Average Salary 

$225.26 annuity increment, 3%, begins 12/01/2018 

• REFUND $62.77 FOR 2006 & 2016 EID 

011874 MARK A NIELSEN, EMT BATTALION CHIEF, HEADQUARTERS 

EntCFD: 02/20/1980 $9,203.97 beginning 11/23/2017 

Retired: 11/23/2017 based on 75% of Final Average Salary 

$276.12 annuity increment, 3%, begins 12/01/2018 

• COLLECT $221.58 FOR 1983, 1984 & 2008 EID 

• REFUND $33,263.46 FOR 1982 & 2004-2017 EID 

013702 MARY ANNE OBRIEN, LIEUTENANT, FIRE PREVENTION BUREAU SOUTH 
EntCFD: 11/01/1988 $7,193.62 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

• REFUND $42,876.70 FOR SPOUSE CONTRIBUTIONS 

012589 JAMES N OCONNELL, PARAMEDIC FIELD CHIEF, 4-5-2 

EntCFD: 07/01/1983 $8,778.67 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$263.36 annuity increment, 3%, begins 12/01/2018 

• COLLECT $50.19 FOR 1989 EID 

• REFUND $13,382.88 FOR 2006 & 2008-2016 EID 

013931 KENNETH M PALLISTER, CAPTAIN, ENGINE 35 

EntCFD: 11/01/1989 $7,732.92 beginning 11/30/2017 

Retired: 11/30/2017 based on 72.5% of Final Average Salary 

$231.99 annuity increment, 3%, begins 12/01/2018 

013549 NEIL R PANTELIS, FIREFIGHTER, TRUCK 28 

EntCFD: 05/02/1988 $6,133.29 beginning 11/27/2017 

Retired: 11/27/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 
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014395 GLEN E PARISIAN, EMT FIREFIGHTER, ENGINE 35 

EntCFD: 10/01/1991 $5,631.84 beginning 11/09/2017 

Retired: 11/09/2017 based on 67.5% of Final Average Salary 

$168.96 annuity increment, 3%, begins 12/01/2018 

012890 JOHN M PEARSON, PARAMEDIC IN CHARGE, AMBULANCE 73 

EntCFD: 07/16/1986 $6,530.93 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$195.93 annuity increment, 3%, begins 12/01/2018 

• REFUND $44,023.69 FOR SPOUSE CONTRIBUTIONS 

013309 NIVIO F PEROVICH, FIREFIGHTER, ENGINE 65 

EntCFD: 02/17/1987 $6,133.29 beginning 11/20/2017 

Retired: 11/20/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

012618 PAUL B PHALIN, LIEUTENANT PARAMEDIC, ENGINE 55 

EntCFD: 09/07/1976 $8,020.50 beginning 11/22/2017 

Retired: 11/22/2017 based on 75% of Maximum Salary 

$240.62 annuity increment, 3%, begins 12/01/2018 

• COLLECT $73.46 FOR 2012 EID 

• REFUND $136.21 FOR 2006 & 2013 EID 

013709 DAVID E PURCELL, FIREFIGHTER, ENGINE 1 

EntCFD: 11/01/1988 $6,133.29 beginning 11/09/2017 

Retired: 11/09/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

013318 CLAUDE A RAINES, EMT FIREFIGHTER, TRUCK 50 

EntCFD: 02/17/1987 $6,352.08 beginning 11/24/2017 

Retired: 11/24/2017 based on 75% of Final Average Salary 

$190.56 annuity increment, 3%, begins 12/01/2018 

013628 WILLIAM M RANKER, FIREFIGHTER PARAMEDIC (PER ARBITRATORS AWARD), TRUCK 55 
EntCFD: 07/18/1988 $7,055.16 beginning 11/09/2017 

Retired: 11/09/2017 based on 75% of Final Average Salary 

$211.65 annuity increment, 3%, begins 12/01/2018 

• REFUND $97.05 FOR 1997,2001,2003 & 2006 EID 

013712 PATRICK A REARDON, EMT LIEUTENANT, ENGINE 56 

EntCFD: 11/01/1988 $7,555.71 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$226.67 annuity increment, 3%, begins 12/01/2018 

014592 DAVID W REYES, FIREFIGHTER, TOWER LADDER 5 

EntCFD: 09/01/1993 $4,922.67 beginning 11/07/2017 

Retired: 11/07/2017 based on 62.5% of Final Average Salary 

$147.68 annuity increment, 3%, begins 12/01/2018 

• REFUND $33,559.61 FOR SPOUSE CONTRIBUTIONS 
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013713 GREGG M REYNOLDS, LIEUTENANT, ENGINE 16 

EntCFD: 11/01/1988 $7,193.62 beginning 11/04/2017 

Retired: 11/04/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

013353 JULIE A RINALDI, PARAMEDIC FIELD CHIEF, 4-5-1 

EntCFD: 03/03/1987 $8,780.49 beginning 11/16/2017 

Retired: 11/16/2017 based on 75% of Final Average Salary 

$263.41 annuity increment, 3%, begins 12/01/2018 

013160 CRESCENCIO RODRIGUEZ JR, EMT LIEUTENANT, ENGINE 96 

EntCFD: 11/01/1986 $7,598.16 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$227.94 annuity increment, 3%, begins 12/01/2018 

013465 GERARD RODRIGUEZ, LIEUTENANT, ENGINE 64 

EntCFD: 08/03/1987 $7,193.62 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

013716 JESSE ROSAS JR, LIEUTENANT, TRUCK 35 

EntCFD: 11/01/1988 $6,672.63 beginning 11/29/2017 

Retired: 11/29/2017 based on 75% of Final Average Salary 

$200.18 annuity increment, 3%, begins 12/01/2018 

014122 JOSE SANTIAGO, EMT FIREFIGHTER, ENGINE 109 

EntCFD: 05/01/1990 $5,965.93 beginning 11/22/2017 

Retired: 11/22/2017 based on 70% of Final Average Salary 

$178.98 annuity increment, 3%, begins 12/01/2018 

• REFUND $190.56 FOR 2003 & 2006 EID 

013391 MICHAEL L SHIVES, LIEUTENANT PARAMEDIC, 5-1-2 HAZMAT 

EntCFD: 03/03/1987 $7,774.20 beginning 11/20/2017 

Retired: 11/20/2017 based on 75% of Final Average Salary 

$233.23 annuity increment, 3%, begins 12/01/2018 

• REFUND $48,823.39 FOR SPOUSE CONTRIBUTIONS 

011893 MICHAEL S SMANDRA, EMT BATTALION CHIEF, BATTALION 14 

EntCFD: 02/20/1980 $9,398.89 beginning 11/27/2017 

Retired: 11/27/2017 based on 76% of Final Average Salary 

$281.97 annuity increment, 3%, begins 12/01/2018 

• REFUND $69.67 FOR 2001 & 2006 EID 

013179 SEBASTIAN STRAUGHTER, LIEUTENANT, ENGINE 103 

EntCFD: 11/01/1986 $7,193.62 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 
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015029 LEE W SULLIVAN, EMT LIEUTENANT, TRUCK 3 

EntCFD: 05/16/1996 $5,303.46 beginning 11/22/2017 

Retired: 11/22/2017 based on 55% of Final Average Salary 

$159.10 annuity increment, 3%, begins 12/01/2018 

011745 THOMAS F SUTKUS, EMT BATTALION CHIEF, BATTALION 22 

EntCFD: 02/19/1980 $9,398.89 beginning 11/18/2017 

Retired: 11/18/2017 based on 76% of Final Average Salary 

$281.97 annuity increment, 3%, begins 12/01/2018 

• REFUND $201.34 FOR 1984, 2006 & 2015 EID 

013724 KENNETH T TAYLOR, FIREFIGHTER, TRUCK 9 

EntCFD: 11/01/1988 $6,133.29 beginning 11/20/2017 

Retired: 11/20/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 08/01/2019 

• REFUND $85.61 FOR 2006 EID 

013725 VINCENT P TERNES, EMT FIRE ENGINEER, ENGINE 88 

EntCFD: 11/01/1988 $6,894.92 beginning 11/07/2017 

Retired: 11/07/2017 based on 75% of Final Average Salary 

$206.85 annuity increment, 3%, begins 07/01/2020 

• COLLECT $30.48 FOR 2017 EID 

• REFUND $105.50 FOR 2006 & 2007 EID 

• REFUND $43,000.18 FOR SPOUSE CONTRIBUTIONS 

013335 LYRONE W TERRY, EMT BATTALION CHIEF, FIRE PREVENTION BUREAU 
EntCFD: 02/17/1987 $9,213.15 beginning 11/21/2017 

Retired: 11/21/2017 based on 75% of Final Average Salary 

$276.39 annuity increment, 3%, begins 12/01/2018 

• REFUND $54,075.44 FOR SPOUSE CONTRIBUTIONS 

011174 THOMAS VTERVANIS, EMT BATTALION CHIEF, ENGINE 14, Occupational Disability since 11/06/2011. 
EntCFD: 02/16/1980 $9,275.22 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$278.26 annuity increment, 3%, begins 12/01/2018 

• COLLECT $32.89 FOR 2011 EID 

• REFUND $630.97 FOR 2006 EID 

013479 GEORGE A THELEN JR, FIREFIGHTER, ENGINE 32 

EntCFD: 08/03/1987 $6,133.29 beginning 11/29/2017 

Retired: 11/29/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

012899 DAVID M THOMAS, BATTALION CHIEF PARAMEDIC, BATTALION 13 
EntCFD: 07/16/1986 $9,243.58 beginning 11/25/2017 

Retired: 11/25/2017 based on 75% of Final Average Salary 

$277.31 annuity increment, 3%, begins 12/01/2018 
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014414 JACK W TOP, EMT FIRE ENGINEER, RESCUE 6-5-5 

EntCFD: 10/01/1991 $6,038.47 beginning 11/29/2017 

Retired: 11/29/2017 based on 67.5% of Final Average Salary 

$181.15 annuity increment, 3%, begins 12/01/2018 

014415 ROBERT J TORTORELLO, EMT FIRE ENGINEER, ENGINE 32 

EntCFD: 10/01/1991 $6,086.82 beginning 11/13/2017 

Retired: 11/13/2017 based on 67.5% of Final Average Salary 

$182.60 annuity increment, 3%, begins 12/01/2018 

• REFUND $38,222.29 FOR SPOUSE CONTRIBUTIONS 

013637 DWAYNE E TRACY, FIRE ENGINEER PARAMEDIC, 6-5-6 

EntCFD: 07/18/1988 $7,055.16 beginning 11/26/2017 

Retired: 11/26/2017 based on 75% of Final Average Salary 

$211.65 annuity increment, 3%, begins 12/01/2018 

012900 DONNA M TYLER, PARAMEDIC FIELD CHIEF, 4-5-5 

EntCFD: 07/16/1986 $8,384.57 beginning 11/25/2017 

Retired: 11/25/2017 based on 75% of Final Average Salary 

$251.54 annuity increment, 3%, begins 12/01/2018 

• REFUND $55.43 FOR 2006 EID 

• REFUND $51,932.80 FOR SPOUSE CONTRIBUTIONS 

014418 CARMEN VIRAMONTES, EMT FIRE ENGINEER, ENGINE 107 

EntCFD: 10/01/1991 $6,086.82 beginning 11/25/2017 

Retired: 11/25/2017 based on 67.5% of Final Average Salary 

$182.60 annuity increment, 3%, begins 12/01/2018 

011139 WILLIAM WAYNAUSKAS, EMT FIRE ENGINEER, ENGINE 32 

EntCFD: 02/15/1980 $6,894.92 beginning 11/17/2017 

Retired: 11/17/2017 based on 75% of Final Average Salary 

$206.85 annuity increment, 3%, begins 12/01/2018 

012733 GARDELL WILBURN, PARAMEDIC, AMBULANCE 8, Duty Disability since 10/04/1991. 
EntCFD: 07/01/1983 $6,133.29 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$184.00 annuity increment, 3%, begins 12/01/2018 

• REFUND $8,511.87 FOR SPOUSE CONTRIBUTIONS 


014663 JAMES E WILLIAMS, FIREFIGHTER, TRUCK 59 
EntCFD: 07/18/1994 $4,696.98 

Retired: 11/26/2017 

$140.91 

• REFUND $85.30 FOR 1999 & 2006 EID 


beginning 11/26/2017 

based on 60% of Final Average Salary 

annuity increment, 3%, begins 12/01/2018 


013488 LEWIS L WILLIAMS, LIEUTENANT, ENGINE 104 
EntCFD: 08/03/1987 $7,015.64 

Retired: 11/26/2017 

$210.47 

• COLLECT $66.61 FOR 2005 EID 


beginning 11/26/2017 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2018 
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013199 MARLON F WOODS, LIEUTENANT, ENGINE 107 

EntCFD: 11/01/1986 $7,193.62 beginning 11/24/2017 

Retired: 11/24/2017 based on 75% of Final Average Salary 

$215.81 annuity increment, 3%, begins 12/01/2018 

• REFUND $46,152.14 FOR SPOUSE CONTRIBUTIONS 

012162 HENRY J WRZESINSKI, EMT FIRE ENGINEER, ENGINE 71 

EntCFD: 02/01/1982 $6,894.92 beginning 11/20/2017 

Retired: 11/20/2017 based on 75% of Final Average Salary 

$206.85 annuity increment, 3%, begins 12/01/2018 

• COLLECT $76.20 FOR 2017 EID 

• REFUND $25.38 FOR 2006 EID 

012747 RICK A ZEIGLER, FIREFIGHTER PARAMEDIC (PER ARBITRATORS AWARD), TRUCK 60 
EntCFD: 07/01/1983 $7,055.16 beginning 11/30/2017 

Retired: 11/30/2017 based on 75% of Final Average Salary 

$211.65 annuity increment, 3%, begins 12/01/2018 
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WIDOW'S ANNUITIES: 


910137 VERA M BIGGANE, widow of MAURICE J BIGGANE, Retired since 05/04/2002. 
EntCFD: 02/16/1973 $2,670.84 beginning 11/14/2017 

Deceased: 11/13/2017 


908599 SHERRY BINGHAM, widow of GERALD J BINGHAM, Retired since 08/01/1999. 
EntCFD: 02/01/1964 $3,042.22 beginning 11/13/2017 

Deceased: 11/12/2017 


911232 MARY DEWITT, widow of WILLIAM E DEWITT, Retired since 04/10/2008. 

EntCFD: 02/18/1980 $3,020.47 beginning 11/05/2017 

Deceased: 11/04/2017 


909008 PATRICIA L MROZEK, widow of JAMES MROZEK, Retired since 11/06/1999. 

EntCFD: 05/01/1966 $2,842.99 beginning 11/13/2017 

Deceased: 11/12/2017 


908169 ELAINE C MULCAHY, widow of THOMAS P MULCAHY, Retired since 04/20/1985. 
EntCFD: 03/13/1961 $1,271.11 beginning 10/02/2017 

Deceased: 10/01/2017 


913928 SUSAN OFENLOCH, widow of STEVE J OFENLOCH, Retired since 12/16/2011. 
EntCFD: 11/01/1989 $2,277.78 beginning 10/14/2017 

Deceased: 10/13/2017 


908844 SHARON RIMGALE, widow of DONALD S RIMGALE, Retired since 11/08/1996. 
EntCFD: 07/16/1965 $2,573.24 beginning 11/14/2017 

Deceased: 11/13/2017 


909032 ANITA M SMITH, widow of THOMAS F SMITH, Retired since 06/04/1996. 

EntCFD: 05/01/1966 $2,876.04 beginning 07/26/2017 

Deceased: 07/25/2017 


909856 JEAN THOMPSON, widow of EDWARD A THOMPSON, Retired since 01/04/2002. 
EntCFD: 04/16/1970 $3,442.00 beginning 09/16/2017 

Deceased: 09/16/2017 


Amount Reflects Adjustment for Correction of Birth Date 
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CHILDREN'S ANNUITIES: 


713928 STEVEN W OFENLOCH, child of STEVE J OFENLOCH, Retired since 12/16/2011. 
BY SUSAN OFENLOCH 

EntCFD: 11/01/1989 $841.55 beginning 10/14/2017 

Deceased: 10/13/2017 
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DEATH BENEFITS: 

010137 MAURICE J BIGGANE, FIREFIGHTER, MIDWAY, Retired since 05/04/2002. 

EntCFD: 02/16/1973 $6,000.00 to VERA M BIGGANE, WIFE 

Deceased: 11/12/2017 


009380 FRANK CARVER, FIREFIGHTER, ENGINE 42, Retired since 01/17/1992. 

EntCFD: 08/16/1967 $6,000.00 to APRIL SCHROEDER, DAUGHTER 

Deceased: 08/26/2017 


011232 WILLIAM E DEWITT, FIREFIGHTER, ENGINE 92, Retired since 04/10/2008. 

Ent CFD: 02/18/1980 $6,000.00 to MARY M DE WITT, WIFE 

Deceased: 11/03/2017 


005503 ERLING JOHNSON, FIRE ENGINEER, ENGINE 126, Retired since 03/03/1976. 

EntCFD: 02/01/1949 $6,000.00 to PATRICIA D JOHNSON, WIFE 

Deceased: 10/27/2017 


008015 JOE M MELVAN, FIREFIGHTER, ENGINE 81, Retired since 07/14/1985. 

EntCFD: 06/16/1960 $6,000.00 to JOSEPH JOHN MELVAN, SON 

Deceased: 09/03/2017 


009008 JAMES MROZEK, FIREFIGHTER, ENGINE 124, Retired since 11/06/1999. 

Ent CFD: 05/01/1966 $6,000.00 to PATRICIA LEE BOYLE MROZEK, WIFE 

Deceased: 11/11/2017 


008169 THOMAS P MULCAHY, FIREFIGHTER, ENGINE 15, Retired since 04/20/1985. 

EntCFD: 03/13/1961 $6,000.00 to ELAINE C MULCAHY, WIFE 

Deceased: 09/30/2017 


005333 ARTHUR C MUNIN, CAPTAIN, 7TH DIVISION RELIEF, Retired since 04/21/1979. 

EntCFD: 05/10/1948 $6,000.00 $1,000.00 to DONNA JEAN GIACALONE, DAUGHTER 

$1,000.00 to KATHLEEN ANN LITTLE, DAUGHTER 
$1,000.00 to THERESE MARIE SCHMISSEUR, DAUGHTER 
$1,000.00 to ARTHUR CARL MUNIN JR, SON 
$1,000.00 to EDWARD JOSEPH MUNIN, SON 
$1,000.00 to EUGENE MUNIN, SON 

Deceased: 10/01/2017 


007819 ROBERT M NEUBAUER, CAPTAIN, TRUCK 25, Retired since 05/03/1995. 

EntCFD: 01/16/1959 $6,000.00 $3,000.00 to LISA NEUBAUER, DAUGHTER 

$3,000.00 to LORI JACOBY, DAUGHTER 


Deceased: 


10/19/2017 
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DEATH BENEFITS: 


013928 STEVE J OFENLOCH, FIREFIGHTER, ENGINE 94, Retired since 12/16/2011. 

EntCFD: 11/01/1989 $6,000.00 to SUSAN OFENLOCH, WIFE 

Deceased: 10/12/2017 


008692 EDWARD J REILLY, FIREFIGHTER, HOOK & LADDER 8, Retired since 04/28/1993. 

EntCFD: 06/01/1964 $6,000.00 $3,000.00 to DENISE K WILK, DAUGHTER 

$3,000.00 to MARGUERITE T CAMPAGNE, DAUGHTER 


Deceased: 09/23/2017 


008844 DONALD S RIMGALE, FIREFIGHTER, OFFICE FIRE INVESTIGATION, Retired since 11/08/1996. 
EntCFD: 07/16/1965 $6,000.00 to SHARON RIMGALE, WIFE 

Deceased: 11/12/2017 


009032 THOMAS F SMITH, LIEUTENANT, ENGINE 104, Retired since 06/04/1996. 

EntCFD: 05/01/1966 $6,000.00 to ANITA SMITH, WIFE 

Deceased: 07/24/2017 
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HEARINGS: 


THE FOLLOWING APPLICATION FOR OCCUPATIONAL DISEASE DISABILITY WAS GRANTED: 


015917 STEVEN H SPREITZER, EMT LIEUTENANT, 5TH DISTRICT RELIEF 

EntCFD: 07/17/2000 $6,387.55 beginning 11/28/2017 

$30.00 a month for 3 minor children, LILY, AVA, MARGOT 


The vote was: 

Yeas: CODY FORD II FORTUNA KEANE MARTIN O'SULLIVAN VALENCIA 
Nays: (None) 

Not Present: SUMMERS JR 


THE FOLLOWING APPLICATION FOR OCCUPATIONAL DISEASE DISABILITY WAS GRANTED: 

012870 CATHERINE E GIBLIN, AMBULANCE COMMANDER, AMBULANCE 38 
EntCFD: 07/16/1986 $7,180.88 beginning 11/22/2017 


The vote was: 

Yeas: CODY FORD II FORTUNA KEANE MARTIN O'SULLIVAN VALENCIA 
Nays: (None) 

Not Present: SUMMERS JR 


THE FOLLOWING APPLICATION FOR DUTY DISABILITY WAS GRANTED: 

016902 TENKYA N WHEATLY, EMT FIREFIGHTER, ENGINE 104 

EntCFD: 11/01/2005 $5,992.13 beginning 09/19/2017 


The vote was: 

Yeas: CODY FORD II FORTUNA KEANE MARTIN O'SULLIVAN VALENCIA Nays: 
(None) 

Not Present: SUMMERS JR 


THE FOLLOWING APPLICATION FOR DUTY DISABILITY WAS DEFERRED: 

017197 BENJAMIN C WARE, FIREFIGHTER, TOWER LADDER 54 
EntCFD: 08/16/2006 


THE FOLLOWING APPLICATION FOR HANDICAPPED CHILD'S ANNUITY WAS DEFERRED: 


711647 KEVIN MURPHY, child of PATRICK C MURPHY, Retired since 11/15/2012. 
EntCFD: 02/19/1980 

Deceased: 05/01/2017 
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The following annuitants have passed away since the last regular meeting of the Board: 


STEVE J OFENLOCH 

Annuity 

Died 10/13/2017 

JAMES MROZEK 

Annuity 

Died 11/12/2017 

DONALD S RIMGALE 

Annuity 

Died 11/13/2017 

ERLING JOHNSON 

Annuity 

Died 10/28/2017 

MARY J DIMAGGIO 

Widow's Annuity 

Died 11/11/2017 

MAURICE J BIGGANE 

Annuity 

Died 11/13/2017 

JANICE J MORAN 

Widow's Annuity 

Died 11/16/2017 

MICHAEL G RYAN 

Annuity 

Died 11/22/2017 

RITA M MURPHY 

Widow's Annuity 

Died 11/10/2017 

ROGER M DEBOSSCHERE 

Annuity 

Died 11/26/2017 

JOHN H GRUNDT 

Annuity 

Died 11/27/2017 

EDWARD J REILLY 

Annuity 

Died 09/24/2017 

SARA DRISH 

Widow's Annuity 

Died 11/21/2017 

JULIANNA COLLINS 

Widow's Annuity 

Died 12/02/2017 

GERALD J BINGHAM 

Annuity 

Died 11/12/2017 

GEORGE R POWERS 

Annuity 

Died 12/11/2017 

CORNELIUS J SULLIVAN 

Annuity 

Died 12/09/2017 

DONALD L STACH 

Annuity 

Died 12/05/2017 
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ANNUITIES GRANTED 

Resiqned From: 

Month: 

Year to Date: 

Active Duty 

139 

210 

Duty Disability 

1 

19 

Occupational Disease Disability 

1 

20 

Ordinary Disability 

0 

0 

Total Minimum Formula Annuities Granted 

141 

249 

Total Earned Annuities Granted 

0 

4 

Total Annuities Granted 

141 

253 


DISABILITIES GRANTED 

Type: 

Month: 

Year to Date: 

Duty Disability 

1 

7 

Occupational Disease Disability 

2 

7 

Ordinary Disability 

0 

6 

Total Disabilities Granted 

3 

20 

Total Disabilities Denied 

0 

2 


WIDOW'S ANNUITIES GRANTED 

Type: 

Month: 

Year to Date: 

Regular Widow's Annuity 

9 

83 

Compensation Widow's Annuity 

0 

0 

Total Widow's Annuities Granted 

9 

83 

CHILD'S ANNUITIES GRANTED 

Type: 

Month: 

Year to Date: 

Full Child's Annuity 

0 

1 

Child of Duty Death Annuity 

0 

1 

Child of Ordinary Death Annuity 

1 

3 

Total Children Annuities Granted 

1 

5 






